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The Director of Central Intelligence 
Washington, D. C. 2050S 


1 4 MAR 1977 

Dear George, 

I was so pleased that you were able to attend my swearing-in 
and the reception afterwards. As it required a special trip, 
it was particularly generous of you to share this "changing of 
the guard" with your many friends and admirers here in the 
Intelligence Community. 

Again, thanks. 

Yours sincerely, 

STANSFIELD TURNER 
Admiral, U.S. Navy 


The Honorable George Bush 
1079 Houston Club Building 
Houston, Texas 77002 
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